USDA 



United States Department of Agriculture 
Animal and Plant HeglDti Inspection Service 13 H 6064928 EQ 74 Ireojd 


Inspection Report 


■Seawond Pants A Entertainment Lie 
Busch Gardens 
3&0S E Bougainvillea Ave 
Tampa, Ft, 3361 2 


Customer ID; SJATOG 
Certificate S&’C'i&02 
Site; 002 

auscH OUTPOST 


Type ROUTINE INSPECTION 
Dale May-10-2016 


No ron-compiiant items idenfri&d during this inspection 
Exit lnterv*GW conducted win facility representative. 


Prepared By: 
Title: 

Received By: 
Title: 


LUIS NAVARRO, D V M 


LU IS A N A VAR FtO, D V M U&DA , APR IS, Animal Care 

VETERINARY MEDICAL OFFICER Inspector 6025 


(b)(6), (b)(7)(c) 


Pass % of 1 


Date: 

May-1 0-20 16 


Date: 

May-10-2016 


Iiisp e ct ion Rep mil Explanation: http : / /ww. aphis .us da. go vf aninialjiirelf at e / doumlo ails /IR^Explanation.p df 






